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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live'' 



^^^Eii^^^^^ti^^i iil%k^K>S :^^^T<:^ 



IS 10361 (1983) 
23: Horology] 




Jawaharlal Nehru 
'Step Out From the Old to the New" 



Classification of wrist watch cases [PGD 



aj^&vi iJii^s:y>K^ isb^^ni^seg 



:<>5&i| mT'5K^5?::5:^>^i»l 



K^^^iXSVCd^ 



Satyanarayan Gangarara Pitroda 
Invent a New India Using Knowledge 



Bhartrhari — Nitisatakam 
''Knowledge is such a treasure which cannot be stolen" 
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Indian Standard 

CLASSIFICATION OF 
WRIST WATCH CASES 



( Reaffirmed 2005 ) 



1. Scope— Covers the classification of general types of watch cases and nomenclature of their 
constituent parts. 

2. Classification 

2.1 Type WR 1 — Water resistant case screw back and packing ring in back cover. 
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2.2 Type WR 2 — Water resistant case screw back and packing ring before back cover. 



CRYSTAL 



DIAL 



TENSION RING 
BEZEL 




MOVEMENT 
HOLDER 



CASE PIPE 
KING RING 



Adopted 31 January 1983 



© May 1983. ISI 



Gr 2 



INDIAN STANDARDS INSTITUTION 

MANAK BHAVAN, 9 BAHADUR SHAH ZAFAR MARG 

NEW DELHI 110002 



IS : 10361 - 1983 

2.3 Type WR 3 — Water-resistant case — snap back. 
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2.4 Type NWR 1 —Non-water resistant case — screw back. 
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2.5 Type NWR 2 — Non-water resistant case — snap back, shaped or circular dial opening. 
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2.6 Type NWR 3 — Non-water resistant case ( 3-piece type ) — snap back. 
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EXPLANATORY NOTE 
This standard is one of a series of Indian Standards refating to wrist watch case, 
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